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Non-LTE  Radiation  From  an  Argon  Seeded  Microballoon  Implosion 
I.  INTRODUCTION 

In  this  report,  we  will  describe  some  results  of  calculations  of  K- 
shell  emission  from  argon,  seeded  in  the  DT  fuel  of  a  microballoon  that  is 
imploded  by  high  Intensity  Irradiation  from  a  CO2  laser.  The  argon  is  added 
to  the  DT  in  order  to  diagnose  the  extent  of  DT  compression  that  is  obtained 
by  ablation  of  the  outside  microballoon  materials  (In  the  case  described 
here,  plastic-coated  glass).  One  can  then  determine  the  compressed  density 
by  analyzing  the  emission  profiles  of  the  argon  K-series  lines  for  Stark 
effects  caused  by  the  mixing  of  states  within  the  principal  quantum  number 
multiplets  at  high  densities  by  electron  collisions  and  ion  electric  micro¬ 
fields.  The  success  of  this  analysis  depends  on  a  number  of  theoretical 
considerations:  how  well  (1)  the  microfield  distributions  and  the  Stark 
profiles, (2)  the  combined  effects  of  electron  impact  excitation  and  ioniza¬ 
tion  and  of  optical  pumping  on  the  ionization  state  of  the  argon,  and  O) 
opacity  corrections  to  the  line  emission  profiles  can  be  calculated.  More¬ 
over,  one  is  also  interested  in  how  well  the  hydrodynamic  implosion  of  the 
mlcroballoon  can  be  described  and  whether  or  not  a  post-processing  of  the 
predicted  hydrodynamic  behavior  of  the  microballoon  for  the  time  integrated 
argon  emission  spectrum  will  agree  with  experimental  observations.  All  of 
these  Issues  are  under  investigation  in  this  joint  NRL/lanl  program,  and 
this  final  report  will  provide  a  status  of  achievements  to  date. 

Efforts  during  the  last  year  concentrated  on  several  important  tasks: 

(1)  the  calculation  of  Stark  profiles  for  L  ,  L.,  L  ,  and  L  lines  in 

a’  3  Y  6 

hydrogen-like  and  helium-like  argon  (Ar  XVIII  and  Ar  XVII  respectively),  (2) 
the  coupling  of  these  profiles  to  a  calculation  of  the  collisional-radiative 
ionization  equilibrium  state  of  argon,  and  (3)  the  use  of  diagnostic  pro¬ 
cedures  that  allowed  comparison  of  the  results  of  these  calculations  both  to 
experimentally  obtained  argon  K-series  spectra  and  to  the  ionization  state  of 
argon  as  theoretically  predicted  by  average  ion  models.  The  Stark  profiles 
used  in  the  emission  spectrum  calculations  included  both  the  effects  of 
electron  collisions  and  ion  microfields  as  well  as  Doppler  convolutions.  The 
ionization  calculations  contained  an  extensive  level  structure  and  an 
Manuscript  submitted  May  20,  1981. 
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extensive  set  of  collisional  and  radiative  couplings.  Finally,  the  diagnostic 
procedures  consisted  of  cell-by-cell  monitoring  of  all  ground  and  excited 
state  populations  densities  and  the  calculation  of  time  integrated  emission 
spectra  that  included  the  additional  effects  of  instrumental  broadening. 

A  hydrodynamics  LASNEX^^  calculation  carried  out  at  LANL  provided  the  des¬ 
cription  of  the  argon/DT  implosion.  Time  histories  of  the  central  radii  of 
the  spherical  shells,  r(i,t),  the  total  electron  densities,  N^(i,t),  the  elec¬ 
tron  and  ion  temperatures,  T^(i,t),  T^(i,t),  and  the  total  average  charge 
states  Z(i,t)  (for  each  of  the  11  cells  describing  the  argon/DT  core  region 
of  the  microballoon,  i  =  1,  ...,  11)  were  obtained  from  this  calculation  and 
used  as  input  to  the  radiation-ionization  calculations  described  in  this 
report.  Let  a  denote  the  (molecular)  ratio  of  DT  to  Ar,  which  was  50  in 
these  calculations.  Since  Z  is  related  to  the  total  ion  density,  N^,  of  D, 

T,  and  Ar  ions  by  =  Z  and  since  is  related  to  the  density  of  argon 
ions  by  =  (2  a  +  1)  the  argon  density  was  calculated  from  and 

Z  by 
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Argon  emission  spectra  were  computed  for  each  time  by  approximately  calculating 

the  collisional-radiative  equilibrium  by  solving  the  coupled,  nonlinear  set 
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of  equations  : 
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The  LASNEX  calculations  invoked  the  XSNQ  Non-LTE  subroutine.  See  Ref.  25 
for  a  description  of  XSNQ. 

CPE 

*  The  electron  density,  N  ",  is  not  necessarily  equal  to  the  quantity 
calculated  by  LASNEX,  tHe  latter  is  used  only  to  obtain  the  argon  number 
density  (Eq.  1). 
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for  the  argon  population  densities  and  for  the  radiation  energy  densities 

U^(i,t)  that  couple  to  these  populations.  The  emission  spectrum  P^Ct)  was 
also  obtained  from  evaluated  at  the  surface  of  the  core  region  (i.e.  no 
attenuation  of  this  emission  on  passage  through  the  glass  or  plastic  was 
computed) : 


P  (t) 

\> 


dp  p  (i  =  12,p,t) 
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In  these  equations,  p  is  the  cosine  of  the  angle  between  the  radius  vector 

and  the  ray  of  specific  intensity  I  ,  Z.  is  the  charge  of  the  ionization 

V 

state  I  ,  k  and  S  are  the  absorption  coefficient  and  source  function 
respectively,  and  is  the  collection  of  rate  coefficients  describing 

the  collisional  and  radiative  couplings  between  the  various  states  of  the 
ionized  argon. 

An  important  part  of  the  physics  of  Equations  (2)  -  (6)  is  contained  in 
the  frequency  dependence  of  the  absorption  coefficient  and  source  function 

for  the  Lyman-series  lines.  For  the  H-L  ,  H-L„ ,  H-L  ,  H-L.,  He-L  ,  He-L^, 

a  B  Y  5  a  3 

He-L^^,  and  He-L^  lines,  these  frequency  dependences  were  calculated  as  the 
convolution  of  Doppler  and  Stark  line  profile  functions.  All  higher  members 
of  the  Lyman-series  were  assigned  Voigt  line  profiles,  with  Stark  width 
estimates.  The  Stark  profiles  that  were  used  in  these  calculations  are 
described  extensively  in  the  Appendix. 

There  are  several  ways  to  evaluate  the  self-consistency  of  these  calcu¬ 
lations.  One  is  to  note  how  closely  the  given  electron  density  N  agrees 
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CRE 

with  the  inferred  electron  density  N  .  Another  more  detailed  approach, 

e 

which  is  presented  in  this  report,  is  to  compare  the  argon  population  den¬ 
sities  that  are  obtained  from  the  hydrodynamics  calculations,  which  used 
average  atom  theory,  to  these  densities  as  obtained  from  the  CRE  calculation. 
Finally,  of  course,  one  can  compare  calculated  emission  spectra  to  time  inte¬ 
grated  (or  resolved)  argon  Lyman-series  spectra  that  are  measured  in  CO^-micro- 
balloon  compression  experiments.  Several  examples  of  calculated  time  inte¬ 
grated  emission  spectra,  showing  the  spectral  detail  that  is  possible,  will 
be  shoim  later  in  this  report. 

II.  ATOMIC  DATA 

The  spectra  produced  by  the  model  is  sensitive  to  the  atomic  data  used, 

and  the  level  structure  and  rates  can  be  extended  and  improved  as  the  need 

arises.  Those  used  for  the  present  calculations  are  as  follows. 

The  atomic  model  contains  all  19  ground  states  plus  those  excited  states 

shown  in  Fig.  1  minus  the  five  doubly-excited  states  which  lie  above  the 

first  ionization  limit.  Transitions  from  these  doubly-excited  states  to 

their  respective  ground  state  produce  the  satellite  lines  to  the  resonance  line 

of  the  next  higher  series.  Since  we  were  not  focusing  on  these  satellite 

lines  in  this  calculation,  the  doubly  excited  states  were,  in  fact,  not  used 

in  the  present  calculation.  These  satellite  structures  can  be  incorporated 

into  these  calculations,  as  mentioned  above  as  the  need  arises.  Note  also 

that  many  of  the  higher  states  are  actually  multiplets  (or  supermultiplets) , 

the  assumption  being  that  collisions  are  fast  enough  to  equilibrate  the 

individual  levels  that  have  been  included  in  the  multiplet.  The  energy  levels 

3  4 

were  obtained  from  the  tables  of  Bashkin  and  Stoner  ,  Kelly  and  Palumbo  and 

from  scaling  laws,  for  those  high-lying  states  that  are  not  tabulated.  The 

ground  and  excited  states  of  the  ion  of  charge  Z  are  coupled  to  the  ground 

state  of  the  Z  +  1  ion  by  collisional  ionization  (calculated  by  the  exchange- 

classical  impact  parameter  method^),  photo-ionization  (hydrogenic  cross- 

section^  with  Karzas-Latter  free-bound  Gaunt  factors^),  and  the  collisional 

and  radiative  recombination  rates  obtained  by  detail-balancing  the  above. 

0 

Adjacent  ground  states  can  be  coupled  by  dielectronic  recombination  (although 
they  were  not,  due  to  the  omission  of  satellite  lines  from  the  present  model). 
Each  excited  state  of  the  ion  Z  is  coupled  by  electron  impact  to  the  ground 


4 


state  and  other  excited  states  of  the  ion  Z.  The  excitation  rates  for 


transitions  with  principal  quantum  number  n  <  6  were  calculated  by  the  method 
9  10 

of  distorted  waves  *  .  The  levels  with  n  2.  ^  the  rates  were  calculated  by 

the  semi-classical  impact  method. The  collisional  de-excitation  rates  were 

calculated  by  detail-balancing  the  corresponding  excitation  rates.  Spontaneous 

12—1.6 

decay  rates  were  collected  from  a  number  of  sources 

The  broadband  radiative  coupling  theory  that  is  employed  in  this  model 
has  been  described  in  detail  elsewhere^ It  includes  a  self-consistent 
treatment  of  the  overlap  of  line  and  continuum  absorption  and  emission  pro¬ 
cesses,  under  the  assumption  that  these  processes  detail  balance  in  the  sense 
that  line  emission  and  absorption  profiles  are  identical.  The  number  of 
radiative  couplings  used  in  the  present  argon  model  is  more  extensive  than 
chose  employed  earlier  for  aluminum^.  They  include  principal  Lyman  series 

couplings  in  Ar  XVII  and  XVIII  from  n  =  2  to  n  =  10.  With  the  inclusion  of 

2  1  3 

the  intercombination  line.  Is  S  -  ls2p  P,  there  are  19  line  couplings  in 
all  in  this  model  and  no  more.  In  addition,  there  are  8  continuum  couplings: 
Z-^H(n=l),  Z-^(n=2),  H->He(ls^  ^S)  ,  H-4Ie(ls2s^S)  ,  H-<He(ls2p^P)  ,  H-*41e(ls2s^S)  , 
H-*He(ls2p^P) ,  and  He-^i  where  Z,  H,  He,  and  Li  denote  Ar  XIX,  Ar  XVIII  (n=l)  , 

Ar  XVII  (Is^  ^S)  and  Ar  XVI  (ls^2p)  respectively. 

The  initial  conditions  of  Che  hydrodynamics  calculation  are  shown  in 
Figure  2.  Six  kilojoules  of  CO2  laser  energy  with  a  pulse  risetime  of  392 
psec.  are  used  to  drive  the  350  ym  diameter  microballoon.  The  plastic 
coating  is  intended  to  shield  the  fuel  region  from  electron  preheat.  This 
region,  containing  DT  and  argon,  is  initially  247  ym  in  diameter.  It  implodes 
to  a  minimum  diameter  of  32  ym  at  v  1160  psec.  (roughly  an  eight-fold  decrease 
in  size) .  During  this  compression,  peak  temperatures  are  reached  at  approxi¬ 
mately  1070  psec,  and  Argon  K-shell  emission  substantially  ends  at  around 
1300  psec. 


III.  P.ESL’LTS:  ATOIIIC  STATE  NLTiBER  DENSITIES  AND  ORBITAL  OCCLTATION  NL-MBERS 

In  Figs.  3-25  more  of  the  details  of  the  hydrodynamics  calculations  are 
shown;  the  solid  line  refers  to  quantities  in  cell  No.  1  (the  inner  center 
cell),  the  dash-dot  line,  to  quantities  in  cell  No.  6  (the  middle  cell)  and 
the  dashed  line  to  quantities  in  cell  No.  11,  (the  outer  cell).  In  Fig.  3  we 
show  the  radial  distances  to  the  center  of  each  of  these  three  cells  as 
functions  of  time.  Figure  4  shows  the  corresponding  electron  temperatures 
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while  Fig.  5  contains  the  corresponding  argon  number  densities  (see  equation 
1) .  Notice  as  noted  above  that  peak  temperature  precedes  peak  density  by 
0.1  ns.  It  is  also  worth  noting  that  while  the  peak  temperature  occurs  at 
the  center  (cell  No.  1)  the  peak  in  density  occurs  at  the  outside  (cell  No.  11). 

From  these  plasma  conditions,  we  have  computed  the  following  ionization 
behavior  for  argon.  The  fractions  of  ions  that  are  fully  stripped  is  plotted 
in  Fig.  6.  Not  surprisingly,  these  plots  peak  at  the  same  time  as  the  elec¬ 
tron  temperature.  Next,  Figures  7-10  are  plots  of  the  fraction  of  the  argon 
atoms  that  are  stripped  down  to  one  electron.  In  Fig.  7  the  remaining  elec¬ 
tron  is  in  the  ground  state,  while  it  is  in  the  state  with  n  =  2,3  and  4  in 
Figs.  8-10.  These  plots  again  peak  at  the  time  of  peak  electron  temperature. 
Finally,  the  fractions  of  the  argon  atoms  with  two  bound  electrons  are 
plotted  in  Figs..  11-17.  Since  the  temperature  to  remove  the  last  L-shell 
electron  (ionize  Ar  XVI)  is  much  lower  than  the  peak  temperature  achieved 
(1  keV) ,  ground  state  Ar  XVII  is  abundant  during  the  early  part  of  the  calcu¬ 
lation  and  is  drastically  reduced  near  peak  temperatures,  (See  Fig.  11).  On 
the  other  hand  the  temperature  necessary  to  excite  an  n  =  1  electron  is  of  the 
order  of  a  keV  so  the  excited  states  of  Ar  XVII  do  not  become  prevalent  until 
the  time  of  peak  temperature,  at  this  point  the  density  is  increasing  and 
the  excited  states  thus  track  the  density  profiles  rather  than  the  temperature 
(see  Figs.  12-17).  As  stated  above  the  energy  to  ionize  Ar  XVI  is  quite  low, 
thus  its  abundance  is  low  throughout  much  of  the  calculation  but  does  build 
up  a  bit  during  the  reexpansion  of  the  plasma,  (See  Figs.  18-21). 

A  simpler  "Average  Atom"  model  of  the  atomic  structure  was  used  in  the 
hydrodynamics  calculation.  In  such  models  one  does  not  distinguish  to  which 
nucleus  a  given  electron  is  bound,  or,  more  precisely,  whether  other  electrons 
are  or  are  not  bound  to  the  same  nucleus.  One  only  determines  a  distribution 
of  quantum  numbers  of  the  bound  electrons.  Thus  one  calculates  the  number  of 
"2p  orbitals"  (per  nucleus)  that  are  occupied.  Or  if  one  is  satisfied  with 
even  less  detail,  one  calculates  the  number  of  "n  =  2  orbitals"  (per  nucleus) 
that  are  occupied. 

The  orbital  occupation  numbers,  can  be  calculated  from  our  fractional 
population  numbers  as  follows:  Denote  by  f  «  the  fractional  population  of 

the  ion  with  i  bound  electrons  in  the  j-th  excited  state.  The  excited  states 
are  ordered  by  excitation  energy  and  j  =  0  is  the  ground  state. 
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The  orbital  occupation  numbers  are  plotted  in  Figs.  22-25.  Again,  the  solid 
line  corresponds  to  the  inner  cell  (#1) ,  the  dot  dashed  line  to  cell  #6  and 
the  dashed  line  to  the  outer  cell  (#11).  On  Fig.  22  we  show  the  n  =  1  orbital 
occupation;  we  have  also  plotted  a  few  points  calculated  for  cell  #1  by 
LASNEX  in  the  Average  Atom  approximation.  The  difference  is  of  the  order  of 
30%.  This  indicates  discrepancies  in  these  two  ionization  equilibrium  calcu¬ 
lations  of  the  order  of  30% I 

In  Fig.  23  the  n  =  2  orbital  occupation  data  is  plotted  along  with  some 
LASNEX  results  for  cell  i#l.  The  LASNEX  and  CRE  differences  in  n  =  2  orbital‘s 
are  even  larger.'  Since  the  x-ray  emission  calculations  depend  critically  on  the 
strength  of  emission  and  self-absorption  as  determined  by  the  state  occupation 
numbers,  these  discrepancies  will  have  a  marked  influence  on  the  use  of  the 
CRE  or  average  atom  calculations  to  carry  out  diagnostics.  An  interesting 
question  as  to  the  effect  of  these  occupation  number  differences  on  x-ray 
energetics  during  compression  remains  to  be  investigated. 
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IV.  RESULTS :  SPECTRA 

Time  integrated  spectra  are  presented  for  several  times.  In  Fig.  26  we 

show  the  spectra  integrated  for  t  =  .8  ns  to  1.06  ns.  The  spectral  region 

shown,  3.0  to  4.1  keV,  contains  all  the  strong  K-shell  lines  that  are  measured 

and  distinct  at  these  densities.  As  stated  in  the  introduction  we  do  not  as 

yet  include  the  doubly  excited  states  that  would  produce  the  satellites  to 

the  Ar  XVIII  La  and  the  Ar  XVII  La-like  resonance  line.  All  the  lines  in 

2 

Fig.  26  except  the  Ar  XVII  intercombination  line  and  ls6p  ->  Is  were  calcu¬ 
lated  using  the  convolution  of  Doppler  and  Stark  profiles.  In  addition 
approximate  corrections  have  been  included  for  the  effects  of  ion-dynamics  and 
microfields  due  to  the  fluctuations  of  the  electrons  in  the  screening  cloud 
(see  the  Appendix  for  more  details) .  The  fine  structure  splitting  of  La  is 
larger  than  the  Stark  width  at  the  electron  density  of  these  calculations. 
Since  the  fine  structure  splitting  is  of  the  order  of  the  instrumental  plus 
source  broadening,  so  that  the  splitting  cannot  be  resolved  by  this  type  of 
experiment,  we  convolved  La  with  an  additional  Gaussian  whose  width  is  the 
fine  structure  splitting.  For  this  reason  La  appears  relatively  too  wide  on 

Fig.  26.  In  Fig.  27  the  whole  of  the  spectra  has  been  convolved  with  a 

Gaussian  profile  whose  width  is  equal  to  7  m  S,  the  combined  instrumental 
plus  source  broadening.  In  Fig.  27  La  appears  with  a  relative  width  much 
closer  to  those  observed.  In  addition  the  apparent  intensity  of  the  inter¬ 
combination  line  is  reduced  to  normally  seen  levels,  and  some  of  the  detailed 

features  of  the  Stark  profiles  (central  dips)  are  washed  out. 

In  Figs.  28  and  29  these  same  spectra  as  obtained  from  time  integrations 
from  .8  to  1.18  ns  are  plotted.  By  comparing  the  intensities  on  Fig.  26(27) 
to  those  on  Fig.  28(29)  we  note  that  La  and  L_  have  increased  more  than  the 

D 

other  lines,  from  which  we  conclude  that  the  Ar  ions  have  spent  a  (relatively) 
larger  part  of  the  time  as  Ar  XVIII  during  the  time  between  1.06  to  1.18  ns 
(a  fact  that  is  confirmed  by  Fig.  7  and  11).  Finally,  in  Fig.  30,  we  show  the 
emission  spectrum,  fully  formed,  integrated  out  to  1.3  ns.  Unfortunately  an 
experimental  spectrum  for  this  18  atm.  fill  case  is  not  available  for  compari¬ 
son  at  this  time.  A  calculation  for  30  atm.  fill  for  which  there  are  experi¬ 
mental  spectra  will  be  made  in  the  near  future,  as  soon  as  the  LASNEX  calcu¬ 
lation  is  made  available  to  us. 
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V. 


SUI'IMARY 


We  have  described  two  sets  of  efforts  that  were  successfully  carried  out 
this  last  year.  One,  which  was  brought  to  a  fairly  mature  state,  involves 
the  calculation  of  emission  profiles  that  are  convolutions  of  Doppler  and 
Stark  profile  functions  for  both  one  and  two  electron  systems  (Ar  XVII  and 
XVIII)  from  Lyman-a  all  the  way  to  the  Lyman-6  lines  including  both  electron 
and  ion  contributions.  The  other  effort  to  merge  these  Stark  profile  calcu¬ 
lations  with  calculations  of  the  implosion  dynamics  and  argon  x-ray  emission 
behavior,  on  the  other  hand,  has  only  recently  been  inaugurated.  Hence, 
they  are  much  less  mature,  yet  they  contain  considerable  potential.  Never¬ 
theless,  in  this  latter  effort,  we  have  successfully  demonstrated  (1)  that 
the  fully  developed  theories  and  calculations  of  Stark  broadening  can  be 
merged  self-consistently  with  equally  developed  and  detailed  calculations  of 
the  collisional-radiative  equilibrium  state  of  the  argon  K-shell,  (2)  that  in 
turn  this  full  set  of  calculations  can  be  utilized  to  post-process  and 
analyze  a  partial  set  of  LASNEX  hydrodynamics  data  containing  spatial 
gradients,  and  finally  (3)  that  the  result  of  these  analyses  can  comprise  a 
fairly  complete  set  of  predictions  of  both  the  emission  spectrum  and  ioniza¬ 
tion  state  to  compare  against  experimental  observations  and  average  atom 
theories . 

Although  the  analysis  described  in  this  report  dealt  with  a  case  for 
which  no  experimental  data  is  presently  available,  it  did  provide  some 
initial  comparisons  with  the  average  atom  predictions  of  LASNEX.  CRE  number 
densities  were  self consistently  (to  reasonable  approximation)  calculated  along 
with  the  radiative  emission.  By  forming  the  appropriate  combinations  of  the 
fractional  populations  of  the  atomic  states,  we  were  able  to  calculate  what 
would  appear  to  be  equivalent  orbital  occupation  numbers.  When  these  numbers 
were  compared  to  the  average  atom  quantities  calculated  directly  by  LASNEX  it 
was  found  in  this  one  case  that  a  discrepancy  exists.  For  the  n  =  1  orbital 
LASNEX  and  the  CRE  calculation  differed  by  ^  30%  while  for  the  n  =  2  orbital, 
the  difference  was  a  factor  of  v  2-3.  Because  the  orbital  occupation  numbers 
are  different  it  follows  that  the  ionization/excitation  level  is  also 
different,  (i.e.  the  apparent  differences  in  the  conception  of  the  two  models 
lead  to  differences  in  consequences  in  this  case). 
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The  success  of  our  efforts  to  date  raises  important  questions  that  need 
to  be  addressed  in  the  future.  For  example,  the  calculations  described  in 
this  report  were  carried  out  with  a  minimum  of  time  steps,  using  substantially 
the  time  steps  required  in  the  hydrodynamics  calculations,  which  do  not 
necessarily  guarantee  good  CRE  solutions  nor  accurate  time  integrations  of 
the  emission  spectrum.  A  similar  problem  may  exist  because  of  the  spatial 
gradients  in  temperature  and  density.  More  or  better  placed  cells  may  be 
required  in  order  to  obtain  an  adequate  resolution  to  these  gradients  for 
integration  of  the  radiative  transport  equations.  The  atomic  structure  of 
our  model  is  no  doubt  adequate,  however,  some  of  the  important  radiative 
couplings  (eg.  Balmer  line  couplings)  may  have  been  excluded  from  the  model, 
as  well  as  some  of  the  important  doubly  excited  state  couplings.  The  present 
calculations  also  neglect  the  effects  of  the  glass  either  to  radiate  and 
photoexcite  the  argon  or  to  absorb  and  modify  its  K-shell  emissions. 

In  future  work  the  atomic  model  will  be  further  enriched,  in  particular 
we  will  begin  to  work  in  the  L-shell  to  investigate  L-shell  energetics.  The 
K-shell  Stark  profiles  will  be  improved  with  the  addition  of  quantum  mechani¬ 
cal  strong  collision  terms,  and  the  correction  for  the  finite  duration  of 
collisions  will  be  incorporated  into  the  two  electron  code.  Finally,  we  look 
forward  to  direct  comparisons  of  the  time  intergrated  K-shell  spectrum  to 
experimental  spectra  (as  soon  as  the  appropriate  LASNEX  simulation  data  is 
made  available  to  us) ,  and  to  much  more  detailed  analyses  of  the  differences 
in  energetics  and  diagnostics  between  CRE  and  average  atom  theories  than  was 
given  in  the  one  comparison  made  in  this  report. 
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APPENDIX 


VI .  STARK  PROFILES 


The  stark  profiles  used  in  the  radiation  transfer  calculations  were 

computed  based  on  a  theory  which  treats  the  electron  collisions  by  an  impact 

approximation  that  allows  for  the  level  splittings  caused  by  the  ion  fields, 

the  finite  duration  of  the  collisions,  and  the  screening  of  the  electric 

fields.  The  ion  effects  are  calculated  in  a  quasi-static,  linear  Stark 

effect  approximation,  using  the  electric  microfield  distribution  functions 

18 

of  Hooper  and  Tighe  which  accounts  for  both  correlation  and  shielding 
effects . 

Id 

The  profiles  for  Ar  XVII  and  XVIII  have  already  been  discussed  ' .  The 

modifications  of  the  one  electron  calculation  that  were  necessary  to  tre^t 

19 

the  He-Like  profiles  were  also  discussed  .  The  Ar  XVIII  profiles  we  use  are 
the  same  as  those  in  Ref.  19;  however,  it  has  subsequently  been  found,  at 
least  for  argon,  that  L-S  coupling  is  not  an  adequate  approximation  to  deter¬ 
mine  level  splittings.  Instead,  it  was  necessary  to  express  the  D,  F,  G, 

etc  states  as  combinations  of  singlets  and  triplets.  These  energy  levels 

20 

and  their  mixing  coefficients  were  obtained  from  the  work  of  R.  Cowan  and 
are  summarized  in  tables  1-3.  The  effect  of  these  mixed  states  on  the 
profiles  is  shown  in  Figs.  31-34  (the  solid  line  is  the  "mixed  state"  result, 
the  dashed  line  is  from  the  "singlet  only"  approximation) . 

The  electron  collision  operator  for  a  system  of  more  than  one  bound 
electron  is  complex  and  one  would  like  to  look  for  ways  of  simplifying  it. 

In  Figs.  31-34  we  show  the  effect  of  neglecting  the  imaginary  (shift)  part 
of  the  operator  (points  marked  by  circles) .  If  in  addition  to  this  approxi¬ 
mation  a  simplification  that  is  often  used  in  the  evaluation  of  the  real 


*  The  correction  for  the  finite  duration  of  collisions  has  not  yet  been 
implemented  into  the  two  electron  code.  (It  will  increase  the  expense  of 
the  calculations  and  the  implementation  has  been  delayed  pending  the  in¬ 
clusion  of  the  correct  quantum  mechanical  strong  collision  term.)  The 
effect  of  the  neglect  of  the  finite  collision  time  is  only  important  for 
frequency  deviations  from  line  center  larger  than  the  plasma  frequency. 

(For  ls5p-ls(2)  the  plasma  frequency  is  near  the  half  intensity  point,  so 
the  wings  of  this  line  suffer  larger  errors  than  the  rest  of  the  profiles) . 
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2V 

part  of  the  operator  is  used,  one  obtains  the  points  marked  by  crosses.  As 
can  be  seen,  the  imaginary  part  has  a  negligible  effect  and  we  subsequently 
ignore  it.  The  simplification  of  the  real  part  does  not  lead  to  a  large 
error,  but  we  retain  the  more  correct  form  in  anticipation  of  a  larger 
correction  once  the  quantum  mechanical  correction  for  the  strong  collisions 
has  been  extended  to  the  two  electron  system. 

A  theory  has  been  developed  by  Griem  for  the  correction  to  line  profiles 
due  to  the  motion  of  the  ions  and  to  the  fluctuations  in  the  electric  micro¬ 
field  caused  by  electrons  in  the  Debye  screening  cloud.  These  effects  have 

22  23 

been  evaluated  for  Lyman  alpha  and  Lyman  beta  lines,  an  approximate 

correction  for  these  effects  is  to  convolve  the  Stark  profiles  with  a 

24 

Gaussian  whose  width  was  discussed  by  Griem  et  al.  Table  4  contains  the 
appropriate  Gaussian  widths  for  the  argon  XVII  and  XVIII  profiles. 

In  summary,  the  Stark  profiles  that  were  used  in  the  calculations  and 
described  in  the  text  are  shown  in  Figs.  35-50  and  Table  5-20. 
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Fig.  1  —  Energy  level  diagram  for  those  levels  included  in  the  model 


PELLET  CONDITIONS 


0T/AR80N  PELLET:  PARTICLE  RATIO  OF 
DT-TO-ARGON:  50  to  1 

FUEL  RADIUS:  123.5  MICRONS 

LASER:  ENERGY  *6  KJ 

RISETIME  =  382  PS 

ELECTRON  TEMPERATURu.  LASNEX 

ELECTRON  DENSITIES:  LASNEX 


Fig.  2  —  Pellet  and  laser  conditions  for  the  microballoon  implosion  modeled 
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Fig.  4  —  Electron  temperature  vs  time 
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Fig.  9  —  Fractional  population  of  Ar  XVIII  n=3  vs  time 
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Fig.  11  —  Fractional  population  of  Ar  XVII  Is^  ^  S  vs  time 
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Fig.  13  —  Fractional  po 
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Fig.  16  —  Fractional  population  of  Ar  XVII  n=3  triplet  vs  time 
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Fig.  22  —  Occupation  of  the  n=l  orbital  vs  time.  The  points  marked  ©were 
calculated  by  LASNEX  for  the  inner  cell  (no.  1). 


OCCUPATION  of  n-P  ORBITAL 


Fig.  23  —  Occupation  of  the  n=2  orbital  vs  time.  The  points  marked  ©were 
calculated  by  LASNEX  for  the  inner  cell  (no.  1). 
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Pig.  30  —  Spectrum  integrated  from  0.8  to  1.3  ns 
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Fig.  31  —  Stark  profile  of  Ar  XVII  ls3p— ls2.  The  dashed  line  corresponds  to  calculations 
which  include  the  singlet  states  only.  The  solid  line  to  calculations  which  include  mbcing  of 
singlet  and  triplet  states.  The  points  marked  O  and  +  were  calculated  neglecting  the  imag¬ 
inary  (shift)  part  of  the  electron  operator.  The  points  marked  +  were  calculated  using  an 
approximation  in  the  real  part  of  the  electron  broadening. 
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Fif.  32  —  Stark  profile  of  At  XVII  ls3p— Is^.  The  dashed  line  corresponds  to  calculations 
which  include  the  singlet  states  only.  The  solid  line  to  calculations  which  include  mixing  of 
singlet  and  triplet  states.  The  points  marked  O  and  +  were  calculated  neglecting  the  imag¬ 
inary  (shift)  part  of  the  electron  operator.  The  points  marked  +  were  calculated  using  an 
approximation  in  the  real  part  of  the  electron  broadening. 


Fig.  33  —  Stark  profile  of  Ar  XVII  ls4p— Is^ .  The  dashed  line  corresponds  to  calculations 
which  include  the  singlet  states  only.  The  solid  line  to  calculations  which  include  mixing  of 
singlet  and  triplet  states.  The  points  marked  O  and  +  were  calculated  neglecting  the  imag¬ 
inary  (shift)  part  of  the  electron  operator.  The  points  marked  +  were  calculated  using  an 
approximation  in  the  real  part  of  the  electron  broadening. 
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Fig.  34  —  Stark  profile  of  Ar  XVII  ls4p— Is^.  The  dashed  line  corresponds  to  calculations 
which  include  the  singlet  states  only.  The  solid  line  to  calculations  which  include  mixing  of 
singlet  and  triplet  states.  The  points  marked  O  and  +  were  calculated  neglecting  the  imag¬ 
inary  (shift)  part  of  the  electron  operator.  The  points  marked  -*■  were  calculated  using  an 
approximation  in  the  real  part  of  the  electron  broadening. 
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Fig.  35  —  Stark  profile  of  Ar  XVII  ls2p— Is^ 
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Fig.  40  —  Stark  profile  of  Ar  XVII  ls4p— Is^ 
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Fig.  41  —  Stark  profUe  of  Ar  XVII  ls5p— ls2 
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Fig.  47  —  Stark  profile  of  Ar  XVIII  Ly 
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Fig.  48  —  Stark  profile  of  Ar  XVIII  L7 


ALPHA  (l.OE-9) 

Fig.  49  —  Stark  profile  of  Ar  XVIII  L6 
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Fig.  50  —  Stark  profile  of  Ar  XVIII  L6 
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L/? 

.18 

.21 

.15 

.17 

Ly 

.32 

.37 

<NJ 

. 

.31 

L«r 

.50 

.57 

.42 

.48 
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Table  5 

Stark  ProfiJes  for 


ARGON  XVII  tS2P  - 

IS(2) 

»  7 

aa.63E6 

(CEG 

= 

1  .OOE 

23 

5,09E 

23 

-1  .nnE-o*? 

06 

7.6-4E 

06 

-8,ocE-io 

7,5eE 

06 

1.07E 

07 

-5,00E-10 

i.ebE 

07 

2.02E 

07 

-3.0OE-I0 

^.^9E 

07 

6.09E 

07 

-2,5oE-l 0 

6.87E 

07 

8,<I5E 

07 

•2,00E-l 0 

1.09E 

Off 

1.25E 

')»» 

-1 ,50E-10 

1.7EE 

08 

2.07E 

08 

- 1 «  OOE- 1 0 

3.57E 

08 

a.o7E 

08 

-7,00E-1 1 

fc.53E 

08 

7,12E 

08 

-5,0OE-l \ 

l.llE 

09 

1,15E 

09 

-2.0nE-l 1 

3.63E 

O'’ 

3.14E 

J9 

•l,00E-U 

6,27E 

09 

a.82E 

09 

O.OOE  00 

1  .OBE 

10 

7.i«2E 

09 

1 ,00E-1 1 

1.33E 

10 

9.93E 

0  9 

a,ooE-i 1 

9,a8E 

09 

9.55E 

09 

5.00E-U 

3.57E 

09 

3.81E 

09 

7,00E-ll 

2.37E 

09 

2.51E 

J9 

1 ,OOE-1 0 

l.abE 

09 

l.feSE 

J9 

1 ,50E-10 

7.73E 

08 

0.78E 

08 

2,oof:-io 

il.S6E 

03 

6.31E 

08 

2,SnE-lO 

2.9^E 

08 

a.32E 

08 

3,00E-10 

2.01E 

08 

3.n5E 

08 

5,0CE-10 

6.35E 

07 

9.83E 

07 

5,00E-10 

2,07E 

07 

2.96E 

07 

1  .OOE-OR 

t  .19E 

07 

1.62E 

07 
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ARGBN  XVII  133" 


-1 .OOP-qR 
-8,00E-10 
-5.00E-10 
-3.0OE-10 
-2,5nE-10 
-2,00E-10 
-1 .50E-10 
-1 ,OOE-10 
-7,00E-U 
-5,onE-i  1 
-2.00E-1-1 
-1 .OflE-11 
0,00E  00 
1 .OOE-1 1 
2.0flE-ll 
5,0CE-1  1 
7,00E-1 1 
I ,noE-10 
1 ,50E-10 
2,00E-1 0 
2,5oE-10 
3,OOE-lO 
5,0oE-l 0 
8,0OE-.l  0 
1  ,0'>E-o9 


Table  6 

Stark  Profiles  for 
-  1S(2),  T  a 


I.OflE  23 

^I.IOE  06 
6,28E  06 
t.'S^lE  07 
^l.03E  -)7 
5.67E  07 
e.'SSE  07 
l,-il6E  08 
3.03E  08 
5,66E  08 
R.RSE  08 
3.6aE  O'’ 
6.06E  0*7 

1.28E  10 
1,38E  10 
8,3eE  oo 
2,86E  00 
2.01E  06 
t.3EE  0° 
7.02E  OR 
5.00E  08 
3.51E  08 
2.53E  08 
R,55E  07 
3.66E  07 
a.l-’E  07 


0,3E6  (PEG,  K) 


5.00E  23 

6.76E  06 
9.3.:E  06 
2.09E  07 
5,25E  07 
7.30E  07 
l.O^E  08 
1.82E  08 
3.67E  08 
6,boE  )8 
l.llE  09 
3,36E  09 
5,aaE  09 
8,67E  09 
1,07E  10 
8.61E  09 
2.73E  06 
1.82E  09 
l,26E  U9 
8,65E  OP 
6,90E  08 

0.a7E  08 
3.77E  OP 
1,54E  08 
5.'4/4E  o7 
3.1')E  ()7 
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Table  7 

Stark  Profiles  for 

ARGflN  XVir  ISIP  -  tS(2),  T  s  «.6E6  CDEG,  K) 


t.OCE  23  S.O-lE  23 


-1  ,OOE-oa 
-‘5,0OE-0‘? 
-8,0''E-07 
-7,0PE-ft9 
-b.OOE-O'’ 
-5,0OE-0<? 
■3 ,  OOE-O'^ 
-a.SOE-O** 
-2,0PE-09 
■1  .TOE-O*? 
- 1 , 5oE»o9 
«l  ,20E-0‘? 
• 1 , oo£-o^ 
-7,00E-10 
-5,00E-10 
-3,0PE-10 
-1 ,00E-1 0 
O.OOE  00 
1 .OOE-t  0 
3,OOE-10 
5,00E-10 
7,OOE-10 
1 ,onE-o9 
1  ,50E-0*? 
2.00E-0^ 
3,OOE-.o9 
5,OOE-i09 

a.ooE-o*’ 


t 

.76E 

05 

7 

.‘’7E 

n  r 

e 

.80E 

05 

1 

,00E 

36 

1 

.I'JE 

06 

1 

.3')E 

06 

1 

.74E 

06 

1 

.75E 

06 

2 

.76E 

06 

2 

.51E 

0  6 

4 

06 

3 

.oaE 

06 

2 

.63E 

07 

J 

.63E 

07 

4 

.36E 

07 

2 

.78E 

07 

6 

.38E 

07 

5 

,17E 

07 

6 

,8SE 

07 

7 

.75E 

07 

7 

.73E 

07 

1 

.02E 

08 

1 

.19E 

03 

1 

.54E 

08 

1 

,76e 

08 

2 

•  06E 

o8 

2 

.‘»7E 

03 

3 

.14E 

08 

3 

.89E 

05 

4 

,00E 

08 

i 

,52E 

08 

3 

.SOE 

08 

8 

.76E 

07 

2 

.07E 

00 

t 

.20E 

OS 

1 

.76E 

08 

2 

.12E 

08 

2 

•  56E 

08 

4 

.UE 

0  8 

4 

.53E 

08 

4 

.asE 

08 

4 

.72E 

08 

3 

.70E 

08 

3 

.65E 

08 

2 

.35E 

08 

2 

,  16E 

08 

1 

.04E 

03 

Q 

,05E 

07 

5 

,10E 

07 

4 

.32E 

07 

1 

.60E 

07 

1 

.^lE 

07 

w 

,68E 

06 

3 

.73F 

06 

1 

,0^E 

06 

1 

.27E 

06 
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Table  8 

Stark  Profiles  for 


&rg;n  XVII  1S3P  - 

IS(2), 

T  r 

9.3E6  (DEG 

N  = 

^  e 

1  .OOE 

?3 

5.00E 

23 

-1 ,0oE-08 

1.05E 

06 

7.07E 

0  3 

-9,00E-0P 

1.3PE 

06 

1.03E 

06 

-e.G^E-oP 

1.6PE 

06 

l.ooE 

06 

•7 , OOE-OP 

2.P<IE 

06 

2.00E 

06 

-6,OOE-OP 

«.83E 

06 

3.12E 

06 

-5,00E«(j'5 

8.50E 

06 

5.35E 

06 

-3,OoE-o^ 

3.60E 

07 

2.50E 

07 

■2 ,5oE-o*? 

5,56E 

07 

a.23E 

07 

-2,OOE-0‘? 

7,55E 

07 

7.42E 

07 

• t , 7cE-oP 

8.02E 

07 

1,0 -IE 

08 

•  t  ,5oE«o'’ 

^.llE 

o7 

1.30E 

08 

•1 .aoE-oP 

t.33E 

00 

1  ,aoE 

08 

-1 ,00E-0P 

t,87E 

00 

2,32E 

08 

•7,00E-10 

2,76E 

03 

3.oaE 

08 

-5,OOE-1 0 

3.32E 

03 

3,27E 

08 

-3,0nE-l 0 

1  .saE 

08 

2.5SE 

00 

-1  ,OOE-lO 

a.abE 

07 

1.14E 

08 

O.OOE  00 

6.UE 

07 

9.04E 

07 

1 ,0CE-10 

1,17E 

00 

l.«0E 

08 

3,0nE-i 0 

2.aaE 

00 

3.oeE 

08 

5,00E-10 

3.80E 

OS 

3.9aE 

08 

7,OOE-l 0 

3.5aE 

00 

3.60E 

00 

1  .OflE-O'? 

2.52E 

OS 

2.51E 

08 

1 ,5oE-oP 

1.2°E 

00 

1.23E 

00 

a.OOE-oP 

7.1EE 

07 

6 , 36E 

f*" 

S.onE-O'? 

2.5^E 

07 

2.13E 

5.00E-0? 

fc.l7E 

06 

8,onE-oP 

1  ,6eE 

06 

1  ■  .t 

06 
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Table  9 

Stark  Profiles  for 

argon  XVII  imp  .  13(2),  T  .  4.6E5  (DEO.  k) 
=  l.ooe  23  5,ooe  23 


•I .OOE^Ofl 
-'’.OOE-o^ 
-S.0(l£-09 
,09 

•6,00E,09 
-5,00E-09 
-3,00E-09 
-2.50E-09 
-2.09E-09 
•1 .7oE-o9 
-1  .50E-09 
-1 .2flE-o9 
-1  .OCE-09 
■7, oOE-1 0 
•5,00E,10 
-3,00£,1 0 

•2,00E,1 0 
•1 ,00£-l 0 
O.OOE  00 
1 ,00E-10 
2,OOE-10 
3.00E-1 0 
^.OOE-10 
S.OOE-lO 
7.00E-10 
1  .OOE-09 
1  ,SoE-o9 
2,OOE-09 
3,O0E-o9 
<».OOE«09 
5,0(JE-09 
6. OOE-09 
7,OOE-09 
8. OOE-09 
^.OOE-o^ 

1 » OOE-08 


2.10E  06 
2.83E  06 
3.97E  06 
5.89E  06 
9,3lE  06 
1.S8E  07 
5,49E  07 
7,51£  07 
9,88E  07 
1.12E  06 
l.ieE  08 
1.22E  06 
1.19E  (16 
t.I2£  06 
t.iaE  08 


t.6aE 

08 

2,33E 

03 

3.34E 

08 

9.08E 

08 

3.61E 

08 

2.66E 

08 

t.99E 

08 

1.69E 

03 

1.96E 

08 

1.37E 

08 

1.39E 

93 

1.29E 

08 

1.02E 

03 

6.29E 

07 

2, TOE 

07 

t  .4eE 

07 

e,76E 

06 

5.60E 

06 

3.81E 

06 

2.73E 

06 

2.04E 

06 

t.65E  06 
2,13E  06 
2,8QE  06 
9. HE  06 
6,3tE  06 
1.06E  07 
9,24E  07 
6.3oE  ^>7 
9.50E  07 
1.18E  06 
i.34E  08 
1.54E  oe 
1.62E  06 
l,60E  08 


1.60E 

06 

2,00E 

08 

2.60E 

08 

3.53E 

08 

9.15E 

08 

3.64E 

08 

2.74E 

08 

2.15E 

08 

1.85E 

06 

1.74E 

06 

l.TlE 

08 

1.69E 

06 

1.36E 

OS 

9.46E 

07 

4,  15E 

07 

1.95E 

07 

1.04E 

07 

6.20E 

06 

O.ObE 

06 

2.8SE 

06 

2.12E 

06 

l.6aE 

(16 
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Table  10 
Stark  Profiles  for 

ARGON  xvil  ISaP  -  1S(2)#  T  »  R.3E6  (DEG.  K) 


N  = 

l.OOE 

23 

S.OOE 

23 

1 ,ocE-oa 

3.26E 

06 

2.10E 

06 

R.OOE-OR 

4.93E 

06 

2.95E 

oe 

e.ooE-oR 

6.19E 

06 

4.17E 

06 

7,OOE,09 

a.99E 

06 

6.20E 

Oe 

6.00E-.09 

1.36E 

07 

0.77E 

06 

5,00E-09 

2.15E 

07 

1.65E 

07 

3 ,  OQE«o9 

6.07E 

07 

5.b3C 

07 

2.50E-09 

7.75E 

07 

7.68E 

07 

2,OOE-oP 

9,4oe 

07 

I.OIE 

03 

1.70E-0^ 

l.OOE 

oa 

1.14E 

OP 

1 ,SoE«o^ 

t.OlE 

ofl 

1.21E 

08 

1 ,2oE-«o9 

9.6«E 

07 

1.23E 

03 

1 .OOE-09 

a,86E 

07 

1,20E 

03 

7,00E-1 0 

7.78E 

07 

1 . 1  OE 

08 

5,00E-10 

P.52E 

07 

1.13E 

08 

3.00E-10 

1.39E 

08 

1.62E 

oe 

2,OOE-10 

2.15E 

03 

2.3aE 

oe 

1 .OOE-IO 

3.59E 

08 

3.56E 

08 

O.OOE  00 

a.76E 

03 

«.a6E 

oe 

1 .OOE-10 

3.8eE 

08 

3.68E 

OR 

2.00E-10 

2.47E 

08 

2.96E 

08 

3,00E-10 

1.67E 

oo 

l.7aE 

03 

^.OOE-lO 

t.asE 

03 

1.39E 

03 

5,00E-1 0 

l.llE 

09 

1.24E 

08 

7,O0E-10 

I.OIE 

03 

I.IPE 

08 

1  .OOE-O*’ 

l.OOE 

1)6 

1.27E 

03 

1  .SoE-o*? 

1.13E 

1)3 

1,23E 

08 

2,00E-09 

9.91E 

07 

1.02E 

03 

3, OoE-o9 

5.96E 

07 

5.56E 

07 

«.00E-09 

3.«IE 

o7 

2,91E 

07 

5.00E-.09 

2.0^E 

07 

1.61E 

07 

6,00E-09 

1.29E 

07 

9.56E 

06 

7,OOE-09 

e.57E 

06 

6.09E 

06 

8,0OE-O9 

S.92E 

06 

a.UE 

06 

9,00E-09 

il.25E 

06 

2.92E 

06 

1 ,OOE-08 

3.15E 

06 

2.1SE 

06 
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Table  11 
Stark  Profiles  for 


ARGflN  XVII  ISSP 

-  1S(2) 

T  3 

4.6E6 

(DEG 

II 

(U 

Ui 

o 

o 

• 

23 

5.00E 

23 

-1 ,ooE-oa 

tl.60E 

06 

2.65E 

06 

-«).O0E-09 

6.2SE 

06 

3,63E 

06 

-6,00E-09 

e.83E 

06 

5,17E 

06 

-7,00E-09 

l,28E 

07 

7.76E 

06 

-6,00E-09 

1.91E 

07 

1.22E 

07 

•5,OOE-09 

2.90E 

07 

2.03E 

07 

-3,00E-09 

6.43E 

07 

6.03E 

07 

•2,50E-09 

7.63E 

07 

7.77E 

07 

-2,OOE-09 

9.02E 

07 

9,79E 

07 

■ 1 , 7oE-o9 

l.OlE 

08 

1.12E 

08 

-1 ,50E-09 

1.09E 

08 

1.22E 

08 

-l,20E-09 

t.23E 

08 

1.43E 

08 

-1 ,OOE-o9 

1.32E 

08 

1.59E 

08 

-7 , ooE«  1  0 

1.3SE 

08 

1.80E 

08 

-5,00E-10 

1.23E 

08 

1.76E 

Ofl 

-3,00£-10 

t.OOE 

08 

1,45E 

08 

-2.00E-10 

e.anE 

07 

1.24E 

08 

-1 ,0OE-10 

7,89E 

07 

1 .06E 

08 

O.OOE  00 

7,a3E 

07 

9,83E 

07 

l.OOE-10 

7,64E 

07 

1.05E 

08 

2.00E-10 

8.a7E 

07 

1.22E 

08 

3,0oE-l 0 

9,69E 

07 

j.aaE 

08 

fl.OOE-10 

t.lOE 

03 

i.6aE 

08 

5,OOE-10 

1.23E 

08 

1.77E 

OP 

7,OOE-10 

1,38E 

08 

1.84E 

08 

1 ,00E-09 

1,39E 

08 

1.63E 

08 

1 ,5oE-09 

1.15E 

08 

1,25E 

08 

2,00E-09 

9.36E 

07 

9,e6E 

07 

3,00E-09 

6,48E 

07 

6.01E 

07 

a,0OE-09 

a.35E 

07 

3.4aE 

07 

5,0fE-09 

2.a5E 

07 

2.02E 

07 

6 , 00E«09 

1.87E 

n7 

1.21E 

07 

7,00E-09 

1.25E 

07 

7.69E 

0  6 

8,00E-09 

a.66E 

06 

5.13E 

06 

9,0OE-09 

6.t7E 

Oo 

3.61E 

06 

1 ,00E-08 

a.53E 

06 

2,64»E 

06 

77 


Table  12 
Stark  Profiles  for 


ARG3N  XVII  135P 

-  1S(2) 

T  3 

9.3E6 

(PEG 

= 

1  .OOE 

23 

5.00E 

23 

-1  ,OOE-08 

7.06E 

Oo 

a,58E 

06 

-'»,0nE-0<5 

9.27E 

06 

6.28E 

06 

-8,00E-0P 

1.29E 

07 

8.88E 

06 

-T.OOE-oP 

l,7flE 

07 

1.29E 

07 

-6,00E-09 

2.37E 

07 

1.93E 

07 

■S.OOE-OP 

3.37E 

07 

2.«4E 

07 

■3 ,  OOE'O*? 

6.a3E 

07 

6.52E 

07 

-2.50E-09 

7.39E 

07 

7.74E 

07 

-2.00E-.09 

8.39E 

07 

9.17E 

0  7 

-1 .70E-09 

9.22E 

07 

1.03E 

Ofi 

-1 .50E-09 

9,«>0E 

07 

1.12E 

08 

-1 .20E-09 

l.lOE 

08 

1.29E 

08 

•1 ,09E*»09 

l.nE 

0  8 

I.30E 

08 

-7,00E-10 

l.OflE 

03 

1.90E 

08 

-S.OOE-IO 

9.03E 

07 

1 ,22E 

08 

-I.OOE'IO 

6,75E 

07 

8,99E 

07 

-2,0OE-.10 

5.74E 

07 

7,aoE 

07 

-1 ,00E-10 

5.00E 

07 

6.21E 

07 

O.OOE  00 

fl.65E 

07 

5.71E 

07 

1  ,OOE-tO 

9,7PE 

07 

6,0'SE 

07 

2,OOE-10 

5.aiE 

07 

7.2aE 

07 

3,00E-10 

6,39E 

07 

8,8aE 

07 

«.0PE-10 

7,59E 

07 

1.06E 

08 

5,00E-10 

e,83E 

07 

1.21E 

08 

7,00E-1 0 

t,09E 

08 

1.91E 

08 

1  ,00E-09 

1.19E 

08 

l.«lE 

08 

1 ,50E-09 

1.04E 

08 

1.14E 

08 

2,OfiE-09 

8,77E 

07 

9,30E 

07 

3,00E-09 

6,5ilE 

07 

6,5aE 

07 

4,O0E-07 

a.75E 

07 

a.ttSE 

07 

5,00E-09 

3.34E 

07 

2,«2E 

07 

6,00E-09 

2,3aE 

07 

l.PlE 

07 

7,00E-09 

1.67E 

07 

1.23E 

07 

8,OOE-09 

1.22E 

07 

8.81E 

06 

9,0OE-09 

9.13E 

06 

6,2^E 

06 

1 ,0nE-08 

6  ,*16E 

06 

a.55E 

06 

78 


Table  13 
Stark  Profiles  for 


ARGPN 

XVIII  Lc< 

,  T 

s  a,6E6 

(DEG 

.  K) 

N  = 

V  ® 

1  .OOE 

22 

1  .OoE 

23 

5, OOF 

23 

0 

,ocE 

00 

1.69E 

10 

9.81E 

09 

7.02E 

09 

3 

,0CE- 

12 

1,6CE 

10 

9.62E 

09 

6,Q5E 

09 

1 

,00E- 

1 1 

1  .OlE 

10 

8.05E 

09 

6.30E 

09 

3 

,00E- 

1 1 

2.a2E 

09 

3.3aE 

09 

3.63E 

09 

5 

,0OE- 

1 1 

9.92E 

oa 

1.59E 

09 

2 . 0  1 F 

C9 

7 

,  OOE" 

1 1 

5.55E 

08 

9.31E 

oa 

1.26E 

C9 

1 

,00E- 

IQ 

3.27E 

oa 

5.52E 

ep 

7.76E 

08 

1 

.SOE- 

10 

2.31E 

oa 

3.67E 

08 

5.C6E 

08 

2 

,0OE- 

10 

2.2aE 

oa 

3.2^1E 

0.22E 

08 

3 

,00£- 

10 

2.50E 

oa 

3.05E 

08 

3,a7F 

08 

5 

,0fiE- 

10 

2.12E 

oa 

2.08E 

0? 

1 .90E 

08 

7 

.OOE- 

10 

1.27E 

oa 

1.09E 

oa 

9.15E 

07 

1 

,00E- 

5,iaE 

0  7 

«.06E 

07 

3,2 -IE 

07 

1 

•  SOE- 

09 

1.5^E 

0  7 

1.19E 

07 

9.55E 

06 

2 

,00E- 

0^ 

6.5aE 

06 

5, OlE 

06 

0.13E 

06 

2 

.50E- 

09 

3.21E 

06 

2.57E 

0  6 

2,21E 

06 

3 

,00E- 

09 

1 .86E 

06 

1.52E 

06 

1,37E 

06 

3 

.SOE- 

09 

1.21E 

06 

9.73E 

05 

0.32E 

05 

41 

.OOE- 

09 

8,39E 

05 

6.56E 

05 

6.71E 

05 

a 

.50E- 

09 

6.12E 

05 

a.67E 

05 

5.  OOE 

05 

5 

.OOE- 

09 

4,75E 

05 

3.50E 

05 

3,92E 

05 

79 


Table  14 
Stark  Profiles  for 


ARG(*h 

XVIII  Lo< 

! 

'V.  N  = 

0<^\e 

t  .OOE 

22 

o.ocp:  0  0 

2.27E 

1  0 

3.0<:E-i2 

2.n4E 

10 

1 .OOE-l  1 

1 .02E 

to 

3,00E-1  1 

5,OOE-1 1 

7.50E 

ofl 

7.00E-1  1 

y.l5E 

08 

1  ,0<iE-l0 

2.^aE 

<)3 

1 ,SOE-10 

1  .7aE 

•J8 

2.00E-1 0 

1.7‘?E 

■)8 

3.0nE-io 

2.I6E 

08 

5,onE-n 

2.0'’E 

08 

7,0rF-l 0 

t  .36E 

08 

1  .OOE-o*? 

5.a3E 

07 

1  .SoE-o*? 

i.aoE 

07 

a.ooE-o*? 

7.8aE 

06 

Z.SoE-o*’ 

a,06E 

06 

3.0rE-0*’ 

2.?»E 

06 

3,5nE-o9 

t  ,07E 

06 

1  .^lE 

06 

a,5oE-o1 

1  .O-'E 

06 

5,0nE-0'7 

a.biE 

05 

6 

,3r6 

(PEG 

.  K) 

1 

.OOE 

23 

5.mE 

22 

1 

.2'’E 

10 

9,-^OE 

09 

1 

.2'iE 

1  c 

8, PEE 

09 

0 

.2CE 

09 

7.60E 

09 

2 

,OlE 

09 

3.01E 

n9 

1 

.25E 

0  9 

1  .67E 

09 

7 

.08E 

OP 

9.54E 

0? 

H 

.lOE 

08 

5,78E 

0£ 

? 

.71E 

08 

3.70E 

08 

2 

,a6E 

oP 

3.1«E 

0? 

2 

.56E 

0  8 

2.05E 

08 

2 

.12E 

0“ 

2.nE 

08 

I 

,2bE 

0  8 

l.lEE 

A  0 

5 

.  1  iE 

')■» 

a.auE 

07 

1 

.56E 

0  7 

1.32E 

0  7 

6 

.65E 

06 

5.65E 

<^6 

3 

.3lE 

06 

2.8PE 

06 

1 

.'’IE 

06 

1.67E 

''6 

1 

.2aE 

06 

:  .'’6E 

0  6 

8 

.08E 

05 

7,p7E 

05 

6 

.15E 

o5 

E.r-'E 

o5 

4 

.75E 

05 

3.75E 

05 

80 


ARHI^N 


0,0 OE  00 
1 ,OOE-l  I 
3,O0E-l  I 
5,00E-1  I 
7,00E-l 1 
1 .OCE-1 0 
1 ,20E-10 
I ,50E-10 
1 ,70E-10 
2,00E-1 0 
2,5oE"l 0 
3.00E-10 
S.OOE-IO 
8,00E-1 0 
1 .OOE-OO 
1 .50E-00 
2,00E-00 
2,50E-00 
3,00E-0O 
a,onE-CO 

5,OOE-O0 
7,OOE-oO 
1 ,0flE-08 


Table  15 
Stark  Profiles  for 


XVIII 

,  »  T 

s  9.6E6 

(OEG 

.  K) 

l.OCE 

22 

l.OOE 

23 

5.00E 

23 

6.21E 

07 

1.15E 

08 

1.73E 

08 

6.30E 

07 

1.1 6E 

08 

1.7'JE 

08 

6.R3E 

07 

1.23E 

08 

1  .e3E 

08 

e.l2E 

07 

1.37E 

0  8 

1  .98E 

08 

R.83E 

07 

1.57E 

08 

2.20E 

08 

1 .2RE 

08 

1,93E 

08 

2.63E 

0? 

1.53E 

08 

2.20E 

08 

2.9ilt 

08 

1.<>3E 

08 

2,6^E 

Oft 

3.iilE 

08 

2.21E 

08 

2.94E 

o8 

3.72E 

08 

2.6^E 

ofl 

3.38E 

08 

<1,16E 

08 

3.33E 

08 

9,04E 

OE 

«,76E 

08 

3.90E 

08 

a.53E 

oo 

S.IUE 

08 

«.S7E 

08 

a,7oe 

•)8 

'4,76E 

08 

3.12E 

08 

2.95E 

08 

2.75E 

08 

2.20E 

Oft 

2,03E 

08 

i.esE 

08 

9,82E 

07 

S.SOE 

07 

7.23E 

07 

/J,70E 

07 

3,9aE 

07 

3.28E 

07 

2.50E 

07 

2.09E 

0  7 

1.73E 

07 

1  ,^6E 

07 

1 .23E 

■)7 

1.03E 

07 

06 

5.36E 

06 

9.65E 

ot 

Oo 

2.85E 

Ob 

2.55E 

Ofc 

1.35E 

06 

l.tlE 

J6 

l.r5E 

06 

e,72E 

05 

6,24E 

t'ft 

b.O'-E 

05 

81 


Table  16 
Stark  Profiles  for 


ARG^N 

XVIII  L. 

F 

/  T 

s  R.3E6 

(DEG 

.  K) 

N  = 
w  e 

1  .OOE 

22 

l.ooE 

23 

S.-^oE 

23 

O.OOE 

00 

“.15E 

07 

7.3RE 

J7 

1  .P8E 

oe 

1 ,00E 

-11 

“.22E 

07 

7.07E 

07 

l.ORE 

08 

3.0OE 

-1  1 

“.76E 

07 

e.06£ 

0  7 

1.1  5E 

08 

5 ,00E 

-11 

S.85E 

07 

R.20E 

07 

1.2eE 

08 

7.00E 

-1  1 

7.21E 

07 

1 .08E 

08 

1  .“6E 

08 

1  .OOE 

-10 

9.87E 

07 

1.38E 

08 

1 .7RE 

08 

1  .2oe: 

-10 

1  .20E 

08 

1 .60E 

08 

2.0“E 

08 

1  .SflE 

-10 

1.55E 

08 

l.RflE 

08 

2.“5E 

08 

1  .70E 

-10 

1.81E 

08 

2.2aE 

or. 

2.72E 

08 

2,00E 

-10 

2.20E 

08 

2.65E 

08 

3.iaE 

08 

2,50E 

-10 

2.fl5E 

08 

3,2RE 

08 

3.78E 

08 

3.00E 

-10 

3;«2E 

08 

3.83E 

08 

“.27E 

08 

5,00E 

-10 

“,35E 

)8 

a.asE 

t)P 

“,60E 

08 

8.00E 

-10 

3.17E 

oo 

3. ORE 

08 

2.RRE 

08 

1  ,00C 

-00 

2.2RE 

08 

2,20E 

08 

2.08E 

08 

1  .SOE 

-00 

1 .06E 

08 

R,83E 

O' 

8,R6E 

07 

P.OnE 

-oo 

5,2“E 

07 

a.76E 

O' 

“.2lE 

07 

2.50E 

-OR 

2.fl5E 

07 

2.55E 

n? 

2.2'lE 

07 

3,00E 

-gO 

1.72E 

07 

l.aRE 

07 

1.31E 

07 

“.OOE 

-gR 

e.g8E 

06 

6.53E 

06 

5,60E 

Ct 

5,onE 

-OR 

“.65E 

Oo 

3. “RE 

Oo 

2.«6E 

06 

^.OOE 

-OR 

2.01E 

Oo 

1.35E 

06 

1  .1  lE 

06 

1  .OOE 

-09 

8.61E 

05 

6.75E 

j5 

6.06E 

05 

82 


O.OOE  00 
t .OOE-l I 
3.00E-1  I 
5,00E-1  1 
7,00E-l  I 
1 ,00E-10 
1 ,2oE-i 0 
1 .50E«l 0 
1,70E-10 
2,0<iE-i  j 
2,50C-1  0 
3,00E-i 0 
5,0OE-l 0 
8,0OE-i0 
1 ,OOE-o9 
1 ,50E-oO 
2,0nE-00 
2,50E«oO 
3,00E-oO 
a,oiE-co 
5,00E-0O 
7,OOE-oO 
1 ,ooE-oa 


Table  17 
Stark  ProfUes  for 


XVIII  Ly 

»  T 

a  4.6E6 

(PEG 

.  K) 

l.OOE 

22 

l.OOE 

23 

5.00E 

23 

6.51E 

08 

4.90E 

08 

4.08E 

08 

6.07E 

08 

a.^SE 

08 

4,03E 

08 

6.21E 

08 

4.87E 

oa 

4,P4E 

08 

5.73E 

08 

4.68E 

08 

4,67F 

08 

5.15E 

08 

a.aiE 

08 

4,4<|E 

08 

4,26E 

08 

3.96E 

08 

O.OOE 

08 

3.73E 

08 

3.65E 

08 

3.76E 

08 

3.07E 

08 

3.2lE 

08 

3.36E 

08 

2.72E 

08 

2,06E 

ua 

3.13E 

08 

2.30E 

08 

2.63E 

08 

2.83E 

08 

1 .0^|E 

08 

2,22E 

08 

2.06E 

08 

1,56E 

08 

1.03E 

08 

2,21E 

08 

1,20E 

03 

1.62E 

0  8 

1 .03E 

08 

1  ,«5E 

08 

l.70E 

08 

1,'»7E 

08 

1.52E 

08 

1.6'’E 

')8 

l.PSE 

08 

l,3yE 

08 

1.35E 

08 

l,33E 

08 

0,66E 

07 

‘»,OOE 

0  7 

e.ifiE 

07 

6,aOE 

07 

5,84E 

07 

O.OOE 

07 

«.32E 

07 

3.7aE 

07 

3.07E 

07 

2.05E 

07 

1,74E 

07 

1,36E 

07 

l.llE 

07 

9.27E 

0  6 

7.07E 

06 

<»,23E 

06 

3.53E 

06 

2,60E 

06 

1.55E 

06 

l.2bE 

06 

O.OOE 

08 

83 


Table  18 
Staik  Profiles  for 


ARGflN 

XVIII  Ly 

»  T 

»  9,3E6 

(PEG 

.  1") 

N 

=  l.OOE 

22 

l.OOE 

23 

5.00E 

23 

oc 

O.OOE  00 

8.26E 

09 

5.92E 

09 

S.abE 

08 

1 ,OOE-ll 

?.ieE 

09 

5.<J0E 

OP 

5,aoE 

08 

3.00E-1 1 

7,62E 

OQ 

5.70E 

08 

5.30E 

08 

5,00E-ll 

6.69E 

08 

5.34E 

08 

5.03E 

08 

7.00E-1 1 

5.68E 

03 

a,89E 

08 

4.68E 

08 

I.OOE-IO 

4.32E 

09 

0.16E 

J9 

4.1  oE 

08 

1 ,20E-10 

3.61E 

09 

3.70E 

08 

:.72E 

08 

1 ,5oE«  1  0 

2.«0E 

08 

3.11E 

03 

3.21E 

08 

1 .70E-10 

2.aiE 

08 

2.7aE 

08 

2.018 

08 

2,00E-1 0 

1.‘57E 

09 

2.3^E 

0  8 

2.55E 

OP 

2.50E-1 0 

1.53E 

08 

1.93E 

oP 

2.12E 

08 

3,0OE-10 

1.28E 

08 

1..64E 

OP 

t.POF 

08 

5,00E-1 0 

08 

1.33E 

oP 

1  .5'4E 

09 

e,ooE-i 0 

1.30E 

08 

l.«6E 

oP 

1 .69E 

08 

1 .OOE-oR 

1  .«0E 

o8 

1.52E 

08 

1.67E 

08 

1 .5nE-07 

1.31E 

09 

1.34E 

08 

1 .36E 

08 

2,00E-0<? 

9.85E 

07 

9.64E 

0  7 

0.23E 

07 

2,50E-07 

6,0O£ 

07 

6,«8E 

0? 

9.95E 

07 

3,ooE-.o9 

a,62E 

07 

a.33E 

07 

3.86E 

0? 

«,0OE-07 

2.23E 

07 

2.C5E 

07 

t.7’E 

07 

S.OOE^O*’ 

1.21E 

0  7 

1  .lOE 

’\7 

0,2OE 

Ofc 

7,00E-.0R 

4.79E 

06 

a.i^E 

Ob 

3,a3E 

oe 

1 ,o«E«oa 

1  .<»SE 

Ob 

l.«9E 

•)b 

1  .16F 

oe 

84 


Table  19 
Stark  Profiles  for 

ARG5N  XVHI  T  3  a,6E6  (OCG,  k) 


1 ,0<1E 

22 

1,0  )E 

23 

5, COE 

22 

O.OOE  00 

7,35E 

07 

9.67E 

07 

1  .14E 

0? 

\ ,00E-l  1 

7.35E 

07 

9.68E 

07 

l.l'lE 

08 

3,00E-1 1 

7,aoE 

07 

9.73E 

07 

1,18E 

06 

^.OOE-n 

7.a9E 

07 

R.e^E 

07 

t,t?E 

0? 

7,OQE-l  1 

7,62E 

07 

9,99E 

07 

I.IOE 

08 

1 ,00E-1 0 

7,80E 

07 

1.03E 

08 

l.2'5E 

08 

1 .20E-10 

e.iiE 

07 

1.06E 

08 

1.27E 

0? 

1 ,50E-10 

8.50E 

07 

1 . 1 OE 

08 

t.37E 

05 

t ,70E-10 

8.79E 

07 

1.13E 

08 

l.aSE 

08 

2,OOE-10 

9.28E 

07 

l.nE 

08 

1,82E 

08 

2,50E-l 0 

1.02E 

08 

08 

i.67E 

05 

3,0CE*«10 

1  .llE 

08 

U3'’E 

08 

1.82E 

08 

5,00E«1 0 

l.aSE 

08 

1.7oE 

ofi 

2,16E 

08 

8 ,0oE«  1 0 

1.57E 

oa 

I.71E 

08 

J,46E 

08 

1  ,OOE<«0‘’ 

1.47E 

08 

l.SfaE 

08 

l.7lE 

05 

USoE-o** 

1.15E 

08 

i.aoE 

08 

1.28E 

05 

2.00E-09 

R.aiE 

07 

9,7lE 

07 

o,87E 

07 

2,50E-09 

7.79E 

07 

7.72E 

07 

7.3''E 

07 

3,OOE-09 

6.31E 

07 

5.97E 

07 

8.20E 

07 

a,00E-09 

3.90E 

07 

3,40E 

07 

2.65E 

07 

5.00E-0'? 

2,37E 

07 

i.'JaE 

07 

1,40E 

07 

7,0OE-O^ 

<»,88E 

Oo 

7.82E 

06 

5. HE 

06 

1  ,ooE-oa 

3.64E 

06 

2.5'>E 

06 

1,76E 

06 

85 


Table  20 
Stark  Profiles  for 


ARGPN 

XVIII 

■  »  T 

s  «».3E6 

(OEG 

.  K) 

t  ii> 

If 

l.OOE 

22 

l.OOE 

23 

5.0QE 

23 

O.OOE  00 

5,60E 

07 

7.3oE 

07 

0.O5E 

07 

1  .ooE-u 

5.60E 

07 

7.3oE 

07 

8 . 06E 

07 

3,00E-1 1 

5.65E 

07 

7.35E 

07 

8,13E 

07 

5,00E-1 1 

5.7aE 

07 

7.05E 

07 

8,20E 

07 

7,00E-n 

5.aa£ 

07 

7.59E 

37 

e,«OE 

07 

1 ,00E-10 

6.16E 

07 

7.a8E 

07 

8,92E 

07 

1 .20E-tO 

a.aoE 

07 

8.t3E 

07 

9.27E 

07 

1 .50E-10 

6.aiE 

07 

8,56E 

0  7 

O.a^E 

07 

1 ,70E-10 

7.13E 

07 

6. BSE 

07 

t.OiJE 

08 

2.00E-10 

7.6':1E 

07 

9.01E 

0  7 

1.1  lE 

08 

2,5<’E-10 

e.62E 

07 

l.OOE 

0** 

1.25E 

08 

3,00E-1  0 

‘5.67E 

o7 

l.HE 

08 

1.30E 

08 

5.onE-io 

1.3SE 

08 

1 .5ijE 

08 

1 .0nE 

08 

0,OOE-1O 

l.SaE 

03 

l.6lE 

00 

1 .0OE 

08 

1  .OOE-o'’ 

l.aSE 

08 

l.SoE 

38 

1.61E 

08 

l,S0E-07 

1.12E 

08 

1.16E 

08 

1.22E 

08 

2,00E-09 

^,20E 

07 

9,a8E 

07 

9,01E 

07 

2,50E-C7 

7.73E 

07 

7.82E 

07 

7,7nE 

07 

3,00E-0‘’ 

6,3‘>E 

07 

6.29E 

07 

6,00E 

07 

4,00E-0'7 

a.o'lE 

07 

3.83E 

07 

3.37E 

07 

S.OOE-O'J 

2.55E 

07 

2.30E 

37 

i.eoE 

07 

7,0OE-07 

1  ,t0E 

07 

9,33E 

06 

7, HE 

06 

1 ,OOE-03 

a.l^lE 

06 

3.33E 

06 

2.aoE 

06 

86 
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